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MINISTRY OF INDUSTRY 
(Department of Industrial Development) 

New Delhi, the 18th January, 1988 
ORDER 

S.O. 110(E).—Whereas the Central Government is satisfied that the Deve- 
lopment Council for Instruments Industry constituted under order of the Govern¬ 
ment of India in the Ministry of IndusEy (Department of Industrial Development) 
No- S.O. 277(E), dated the 4th April, 1983, should cease to continue in bemg. 

Now, therefore, in exercise of the powers conferred by Section 8 of the 
Industries (Development and Regulation) Act, 1951 (65 of 1951), the Central 
Government hereby dissolves the said Development Council. 
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